BUFFALO  SCALES 

The  World’s  Standard 
for  Three  Quarters  of  a  Century 

PARTS 


BUFFALO  SCALE  COMPANY,  INC. 


General  Offices  and  Factory,  Buffalo,  N.  Y.,  U.  S.  A. 


Branch  Offices: 

New  York  Detroit  Chicago  Pittsburgh  Cleveland  Philadelphia 
San  Francisco  New  Orleans  Atlanta  San  Antonio  Little  Rock 


Los  Angeles 
Toledo 


1 


PARTS  OF  TRIP  SCALES 


List  of  Parts 


Trip  Scales 


CODE 

NUMBER 

DESCRIPTION 

Catalpa 

1 

Base 

Catalysis 

2 

Even-Balance  Lever 

Catamaran 

3 

Brass  Beam 

Catamount 

4 

Poise 

Catapeltic 

5 

Weights 

Cataphoric 

6 

Scoop 

Catapult 

7 

Scoop  Fork 

Cataract 

8 

End  Cross  Bar 

Catastrophe 

9 

Lower  Post 

Catch 

10 

Wire  Levers 

Catcher 

11 

Center  Post 

Catching 

12 

Center  Cross  Bar 

Catchpole 

13 

Round  Top 

Cater 

14 

Shot  Cup 

Cattle 

15 

Shot  Cup  Post 

Caucus 

16 

Shield 

Caudex 

17 

Caps 

BUFFALO  SCALE  CO..  Inc.  Buffalo,  N.  Y. 

New  York  Pittsburgh  Chicago 
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Laboratory  Trip  Scales 


For  school  laboratory  work.  The  scale  has  a  balance  adjustment 
and  indicator;  the  plates  are  6  inches  in  diameter,  opal  glass.  All 
brass  parts  are  nickel-plated.  Finish,  black  and  gold. 


List  Price 

Shipping 
W  eight 

No. 

Capacity 

Side  Beam 

With  Iron 
Weights 

Without 

Weights 

819 

2  lbs. 

1  oz.  x  1-100  oz. 

$22.00 

$20.00 

15 

820 

1  Kilo 

10  Grams  x  1  Dec. 

22.00 

20.00 

15 

Agate  Bearings  extra  list  .  $  5.00 


Agate  Bearing's  extra  list  .  $  5.00 

Set  Iron  Weights,  rough  nickeled,  Hex  Pattern 

2  Kilos  x  10  Grams  .  3.00 

Set  Brass  Knob  Weights,  unlined,  open  block 

1  Kilo  x  10  Grams  . .' .  14.50 

Set  Brass  Knob  Weights,  unlined,  open  block 

2  Kilos  x  10  Grams  .  18.50 


BUFFALO  SCALE  CO..  Inc.  Buffalo.  N.  Y. 
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DESCRIPTION 


NUMBER 


CODE 

Casern 

Cashaw 

Cashel 

Casino 

Cases 

Cask 

Casmalos 

Casque 

Cassava 

Cassena 

Casserole 

Cassiterite 

Cassonade 

Cast 

Castanet 

Cassellan 

Caster 

Castilian 

Castrate 

Casula 

Casualty 

Catalan 

Cataract 

Cathode 

Catonian 

Causia 


Platform 

Frame 

Platform  Pin 
Platform  Check  Rod 
Post 

Long  Lever 
Short  Lever 
Center  Loop 
Steelyard  Rod 
Beam  Loop 
Cross  Bar 
Fork 
Scoop 

Single  Beam 
Double  Beam 
Poise 

Counterpoise 

Weights 

Loops 

Bearing  Feet 
Round  Top 
Wire  Lever 
Bearing  Feet  Pins 
Beam  Stud 
1%— 10  Screw 
21/4 — 12  Screws 
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Union  Scales 


The  BUFFALO  type  of  Union  Scale  is  exceptionally 
popular  for  general  purposes,  as  it  can  be  used  for 
both  a  platform  and  scoop  scale.  They  are  made  with 
a  single  or  double  beam,  have  a  scoop  capacity  of  30 
lbs.  x  y2  oz.,  and  a  platform  capacity  of  240  lbs.  x  % 
lbs.,  and  equipped  with  various  styles  of  tin  and  brass 
scoops,  and  self-aligning  bearings.  The  platform  is 
10  x  13%  inches. 


With  Single  Beam 


No. 

Capacity 

Scoop 

List  Price 

Shipping 

Weight 

768 

240  lbs. 

Tin 

$20.00 

60 

770 

240  lbs. 

Brass 

22.00 

60 

With  Double  Beam 


No. 

Capacity 

Scoop 

List  Price 

Shipping 

Weight 

772 

240  lbs. 

Tin 

$22.00 

60 

774 

240  lbs. 

Brass 

24.00 

60 
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DETAILS  OF  PORTABLE  PLATFORM  SCALES 
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List  oi  Parts 

Portable  Platform  Scales 


CODE 

NUMBER 

DESCRIPTION 

Cabecera 

1 

Platform 

Cabecilla 

2 

Frame 

Cabstrar 

3 

Axle  Nuts 

Cabillaud 

4 

Check  Rods 

Cabinet 

5 

Bearing  Steel 

Cabman 

6 

Long  Lever 

Caboche 

7 

Short  Lever 

Cabotage 

8 

Ring 

Cabriole 

9 

Steelyard  Rod 

Cabranlc 

10 

Pillar 

Cabrero 

11 

Brace  Strap 

Cabrioleur 

12 

Hook  Bolts 

Cabstand 

13 

Brace 

Cachalot 

14 

Handle 

Cacharro 

15 

Crooked  Axle 

Cachet 

16 

Straight  Axle 

Cacholong 

17 

Wheels 

Cachunde 

18 

Wooden  Cup  Strap 

Cackler 

19 

Weights 

Cacklings 

20 

Cap 

Cacoethes 

21 

Counterpoise  Cup 

Cacography 

22 

Counterpoise  Stem 

Cacophonie 

23 

Beam 

Cactaceous 

24 

Poise 

Cactus 

25 

Balance  Ball 

Cacuminate 

26 

Trig  Loop 

Cadalso 

27 

Drop  Lever  Stand  Bolt 

Cadastral 

28 

Pillar  Rods 

Cadaver 

29 

Pillar  Brace  Bolts 

Cadaverous 

30 

Wooden  Cap 

Cadbate 

31 

Fulcrum  Lever 

Caddies 

32 

Fulcrum  Lever  Stand 

Caddy 

33 

Fulcrum  Lever  Beam  Hook 

Cadeau 

34 

Fulcrum  Lever  Hook 

Cadence 

35 

Frame  Pins 

Cadeneta 

36 

Corner  Loops 

Cadenette 

37 

Cotter  Pins 

Cadet 

38 

Platform  Board 

Cadetship 

39 

Nose  Iron 
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Portable  Scales  With  Square  Platforms 


This  Scale  is  designed  to  meet  the  demand  for  scales  adapted  for 
weighing  bulky  articles.  It  offers  about  30%  more  platform  room  than 
the  old  style  platform  scale. 


No. 

Capacity 

Platform 

List  Price 
With 
Wheels 

List  Price 
Without 
Wheels 

Shipping 

Weight 

1324 

500  lb.  x  Vi  lb. 

23"  x  23" 

$  59.00 

$  57.00 

250 

1326 

1,000  lb.  x  lb. 

25"  x  25" 

67.00 

63.00 

270 

1330 

1,500  lb.  x  54  lb. 

29"  x  29" 

88.00 

84.00 

420 

1332 

2,000  lb.  x  54  lb. 

31"  x  31" 

118.00 

113.00 

445 
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DETAILS  OF  DORMANT  SCALES 
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List  of  Parts 

Dormant  Scales 


CODE 

NUMBER 

Caffre 

1 

Caftan 

2 

Cagmag 

3 

Cagnard 

4 

Cailette 

5 

Cairns 

6 

Cairngorm 

7 

Caissons 

8 

Caitiff 

9 

Cajole 

10 

Cajolement 

11 

Cajolery 

12 

Cakebread 

13 

Calabash 

14 

Calafetin 

15 

Calagozo 

16 

Calabrian 

17 

Calahorra 

18 

Calamary 

19 

Calambour 

20 

Calamine 

21 

Calamitous 

22 

Calamity 

23 

Calavera 

24 

Calcareous 

25 

Calciform 

26 

Calcinated 

27 

Calcine 

28 

Calcining 

29 

Calcitrate 

30 

Calceton 

31 

Calcium 

32 

Calculable 

33 

Calcule 

34 

Calculus 

35 

DESCRIPTION 

Box 
Frame 
Platform 
Neck  Board 
Check  Rods 
Bearing  Steel 
Long  Lever 
Short  Lever 
Rings 

Steelyard  Rod 
Steelyard  Rod  Pipe 
Shelf 

Shelf  Lever 

Shelf  Lever  Eye  Bolt 

Shelf  Lever  Loop 

Beam  Rod 

Beam  Rod  Thimble 

Weights 

Weight  Rack 

Counterpoise  Cup 

Counterpoise  Stem 

Beam 

Poise 

Guide  Iron 
Trig  Loop 
Pillars 
Pillar  Rods 
Pillar  Rod  Nuts 
Cap 

Corner  Loops 
Staples 

Guide  Iron  Bolts 
Cotter  Pins 
Pillar  Guide 
Lower  Pillar  Rod  Nut 
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Dormant  Type  Hopper  Scales 


The  dormant  type  hopper  scales  are  widely  used  in 
grain  warehouses,  elevators  and  flour  mills.  They  range 
in  capacity  from  60  bushels  to  150  bushels.  These  scales 
are  built  into  the  floor  for  permanent  installations.  The 
lever  systems  are  arranged  to  give  large  openings  in  the 
platforms  for  emptying  the  hoppers.  Furnished  with 
short  iron  pillars,  heavy  shelf  and  weight  rack.  The 
hopper  is  furnished  by  the  purchaser. 


No. 

Capacity 

Platform 

Opening 

for 

Hopper 

List 

Price 

Bushels 

Pounds 

1778 

CO 

3,600  x 

42"  x  44" 

18"  x  18" 

$215.00 

1780 

100 

6,000  x  1 

50 y2"  x  49" 

36"  x  36" 

270.00 

1784 

150 

9,000  x  1 

50 yi"  x  49" 

36"  x  36" 

320.00 
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